Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Cheshire II 


Cargo Liner - 12,097 d.w.t. 


Winter 1959 


(01/03/1960) 


Captain Williamson A.N 
Chief Eng Officer Peat R 





Weir R 2nd Eng Officer Wilson D.K.B 
Chambers E.T.M 3rd Eng Officer Pitt N 
Wood M 4th Eng Officer Davies P.E 
Goodchild S.J 5th Eng Officer Prayle A.G 
Somers P.J 6th Eng Officer Keenan A.G 
Hann R.E 7th Eng Officer Campbell N 
Simpson J.W Electrical Officer Cull B.P 
Coventry P.H.S 2nd Elect Officer Schultz A 
Ferry W.J 
Sullivan J.J 
Carpenter Kay D.J 
Autumn 1960 
(01/10/1960) 
Captain Williamson A.N 
Chief Eng Officer Randles A 

Weir R 2nd Eng Officer Lynch H.S 
Wood M 3rd Eng Officer Carroll T.M 
Goodchild S.J 4th Eng Officer Devine E 
Tully G.J 5th Eng Officer Shannon G.F 
Somers P.J 6th Eng Officer Larkin T.A 
Lee S.J 7th Eng Officer McLellan W 
Tiller C.R Electrical Officer Cull P 
Coventry P.H.S 2nd Elect Officer Scovell D.K 
Waller R.A 
Sullivan J.J 


Carpenter Kay D.J 





Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Monteith D.C 
Gowsell K 
Hilton C.A 
Pinder T.L 
Lee S.J 

Dyer S.R 
McLeod K 
Waller R.A 
Dickenson D 


Spring 1961 


(18/04/1961) 


Captain Williamson A.N 
Chief Eng Officer Randles A.R 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Electrical Officer 
2nd Elect Officer 


Carpenter Johnson W 





Mackinlay J.W 
Frost A.R 
Dyer S.R 
Dobson G.R 
Pinder T.L 
Birkett R 
McLeod K 
Jones P.A 
McNeil R 


Carpenter 


Autumn 1961 


(14/10/1961) 


Addinall E 
Devine E 
Larkin T.A 
McLellan W 
Rowe J.D 
Robinson J.F 
Cull B.P 
Scovell D 


Captain Williamson A.N 
Chief Eng Officer Randles A 


2nd Eng Officer 

Snr 3rd Eng Officer 
3rd Eng Officer 

4th Eng Officer 

5th Eng Officer 

6th Eng Officer 

7th Eng Officer 

Electrical Officer 

2nd Elect Officer 

Johnson W 





Lynch H.S 
Hann R.E 
Devine E 
Hudson J 
Dawson G 
Mitchell D,G 
Nightingale D.A 
Cull B.P 
McVeigh J.A 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Spring 1962 


Captain Young A.E 


Chief Eng Officer Randles A 


Hine D 2nd Eng Officer Lynch H.S 
Clayton D.R 3rd Eng Officer Douglas G.A.C 
Fish D.F 4th Eng Officer Hudson J 
Coventry P.H.S 5th Eng Officer Bell W.C 
Simpson J.W 6th Eng Officer Keating J.J 
Driver C.R 7th Eng Officer Grindlay R.M 
Paulusz H Electrical Officer Cull B.P 
McLeod K 2nd Elect Officer Parnell G 
Beyer C.L 
Dickenson D 
Carpenter Johnson W 
Winter 1962 
(01/03/1963) 
Captain Cooper T 
Chief Eng Officer Randles A 
Weir R 2nd Eng Officer Hobday A 
Horn M.J 3rd Eng Officer Farrington A 
Excell G.R 4th Eng Officer Crook W 
Dyer S.R 5th Eng Officer Keating W.J 
Simpson J.W 6th Eng Officer Lockwood R 
Morris R.J 7th Eng Officer Smith M.D 
Scott H.A Electrical Officer Cull B.P 
McLeod K 2nd Elect Officer O'Toole T 
Cave J.B 
Ashley E 


Carpenter Dunham G.S 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Monteith D.C 
Bath A.L 
Dobson G.F 
Hornby P.R 
Morris R.J 
McCall A.P 
Dye D.M 
Cave J.B 
Cowen G.G 


Winter 1963 


(01/03/1964) 


Captain Sheldrake L.H 
Chief Eng Officer Guthrie A 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Electrical Officer 
2nd Elect Officer 


Carpenter Finlayson J 





Beckett J.F 
Bath A.L 
Dobson G.F 
Hornby R.P 
Morris R.J 
McCall A.P 
Dye D.M 
Cave J.B 
Cowan G.G 


Carpenter 


Autumn 1964 


(14/10/1964) 


Hughes G.K 
Keating J.J 
Crook W 
Casey B.J 
Smith M.D 
Johnston J.M 
Dunn R.B 
Hartley B.C 


Captain Sheldrake L.H 
Chief Eng Officer Guthrie A 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
Electrical Officer 
2nd Elect Officer 


Finlayson J 





Keating J.J 
Casey B.J 
Smith M.D 
Johnston J.M 
Reid J.A 
Dunn R.B 
Hartley B.C 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Spring 1965 


(10/05/1965) 


Captain Hagley R.L 
Chief Eng Officer Randles A 





Jones E.H 2nd Eng Officer Farrington A 
Clayton D.R 3rd Eng Officer Carroll T.M 
Scott H.A 4th Eng Officer Cawley D 
Fyans C.W.A 5th Eng Officer Blower J 
McCall D.P 6th Eng Officer Raeburn J 
Dye D.M Electrical Officer Dobson B 
Beyer C.L 
Oates J.W 
Carpenter FrainO 
Autumn 1965 
(15/11/1965) 
Captain Hudson A 
Chief Eng Officer Peat R 
Swift K.G.P 2nd Eng Officer Meiklejohn A 
Coventry P.H.S 3rd Eng Officer Mathieson D.R 
Dye D.M 4th Eng Officer Blower J.W 
Morris R.J 5th Eng Officer Chambers D.A 
Boreham J.C.T 6th Eng Officer Lightbrown A 
Fyans C.W.A Electrical Officer Cull B.P 
Kendrick R.F.A 
Mullan B.A 
Grey R 


Carpenter Farrell H 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Spring 1966 


Captain Young A.E 


Chief Eng Officer Finlinson H.M 





Nisbet M.R 2nd Eng Officer Parker N 
Dyer S.R 3rd Eng Officer Taylor R.F 
Kingsmill M 4th Eng Officer Paulusz M 
Kendrick R.F.A 5th Eng Officer Measor P 
Gooding J.E 6th Eng Officer Hughes D.A 
Morris T.N Engineer Cadet Godfrey A.P 
Williams J.H Electrical Officer Butterworth A.D 
Beyer C 
Kays W.H 
Carpenter McNamara P.L 
Autumn 1966 
(01/10/1966) 
Captain Young A.E 
Chief Eng Officer Finlinson H.M 
Nisbet M.R 2nd Eng Officer Parker N.L 
Dyer S.R 3rd Eng Officer Taylor R.F 
Kingsmill M 4th Eng Officer Paulusz M 
Gooding J.E 5th Eng Officer Measor P 
Morris T.N 6th Eng Officer Hughes D.A 
Williams J.H Engineer Cadet Godfrey A.P 
Unsworth J.E Electrical Officer Butterworth A.D 
Kays W.H 


Carpenter 


McNamara P.L 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Arthur K 
Dobson G.F 
Peters A.H 
Morrison R.M 
Bytheway P.S 
Nyunt M.T 
Waller R.A 
Finlayson E.M 


Spring 1967 


(20/05/1967) 


Captain Waldie J.W 
Chief Eng Officer Brown B 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
Electrical Officer 


Carpenter Farrell H 





Arthur K 
Dobson G.F 
Peters A.H 
Morrison R.M 
Bytheway P.S 
Nyunt M.T 
Waller R.A 
Finlayson E.M 


Carpenter 


Autumn 1967 


(21/11/1967) 


Parker N.L 
Butler J 
Grindley R.M 
Spence D.G 
Turner W.G 
Ritchie R.S 


Captain Waldie J.W 
Chief Eng Officer Brown B 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
Electrical Officer 


Farrell H 





Parker N.L 
Butler J 
Grindley R.M 
Spence D.G 
Turner W.G 
Ritchie R.S 


